To:  Gray,  David[gray. david@epa.gov] 

From:  Russo,  Rebecca 

Sent:  Mon  8/1 0/2015  2:49:23  AM 

Subject:  RE:  Gold  King  Mine  spill  - Private  Well  Testing 


Thank  you  David.  Have  a good  night. 


Rebecca  A.  Russo 

Region  8 Congressional  and  Intergovernmental  Liaison 

Office:  303-312-6757 
Cell:  303-204-1930 


From:  Gray,  David 

Sent:  Sunday,  August  09,  2015  8:48  PM 
To:  Russo,  Rebecca 

Subject:  RE:  Gold  King  Mine  spill  - Private  Well  Testing 


Thanks  Rebecca. 
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